To: Eoc, Epahq[Eoc. Epahq@epa.gov]; Webster, Susan[webster.susan@epa.gov]; Webster, 

Daniel[Webster.Daniel@epa.gov]; Hayes, Mark[hayes. mark@epa.gov]; Foster, 
Althea[foster.althea@epa.gov]; Crossland, Ronnie[Crossland. Ronnie@epa.gov]; Nattis, 

Randy[Nattis. Randy@epa.gov]; Chavez, Luke[Chavez. Luke@epa.gov]; Farris, 

Laura[Farris. Laura@epa.gov]; Copeland, Michael[Copeland. Michael@epa.gov]; Ackerman, 
Joyce[Ackerman. Joyce@epa.gov]; OSWER OEM Managers[OSWER_OEM_Managers@epa.gov]; 
OSWER OEM PROD[OSWER_OEM_PROD@usepa. onmicrosoft.com]; OSWER OEM 
EOC[CNOSWER_OEM_EOCORRC@epa.gov]; OSWER OEM EOC 
Positions[OSWER_OEM_EOC_Positions@epa.gov] 

Cc: Atencio, Kathie[atencio. kathie@epa.gov]; Ridenour, Steve[Ridenour.Steve@epa.gov]; Runge, 

Roberta[Runge. Roberta@epa.gov]; Easter, Patrick[Easter.Patrick@epa.gov]; Buchholz, 

Ken[Buchholz. Kenneth@epa.gov]; Veal, Lee[Veal. Lee@epa.gov]; Fraass, Ron[Fraass. Ron@epa.gov]; 
Terada, Calvin[Terada. Calvin@epa.gov]; EOC Water[EOC_Water@epa.gov]; Hayes, 

Scott[Hayes. Scott@epa.gov]; Bernier, Roberto[bernier.roberto@epa.gov]; Mason, 

Steve[mason. steve@epa.gov]; Catanzarita, JefffCatanzarita. Jeff@epa.gov]; Moon, 
Wally[Moon.Wally@epa.gov]; Oh, Peter[Oh. Peter@epa.gov]; Rothery, 

Deirdre[Rothery. Deirdre@epa.gov]; Merritt, Steven[Merritt. Steven@epa.gov]; Greenberg, 
Marc[Greenberg. Marc@epa.gov]; Gross, Bonnie[Gross. bonnie@epa.gov]; Mosher, 
Eric[Mosher.Eric@epa.gov]; Bishop, Debbie[Bishop. Debbie@epa.gov]; Valdes, 

Dennisses[Valdes. Dennisses@epa.gov]; Tucker, Carol[tucker.carol@epa.gov]; Durno, 

Mark[durno. mark@epa.gov]; Williams, David (R7)[Williams. Dave@epa.gov]; Rotola, 

Joe[Rotola. Joe@epa.gov]; Snyder, Emily[Snyder.Emily@epa.gov]; Webster, 
James[Webster.James@epa.gov]; Lee, Eugene[Lee. Eugene@epa.gov]; Labaw, 

Joanne[labaw joanne@epa.gov] 

Hello All: 

This teleconference will occur every weekday at 1230 EDT/1130 CDT/1030 MDT to discuss the Gold King 
Mine Release response. 

PLEASE NOTE THE CHANGE IN CALL IN NUMBERS. 

The order of report out will be as follows: 

Region 8 
Region 6 
Region 9 
HQ EOC 

Topics to be discussed: (topics will evolve going forward) 

Situational Update 
Primary Tasks for the Day 
Personnel deployment and needs 
Funding Issues 

Best regards, 

Patrick Easter, Watch Officer 
EPA HQ EOC 
202-564-3850 
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